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suitable for cranes of moderate powers. The proportions shown are good. The internal recessing next the bosses is done to prevent shrinkage strains which would occur if the ends were of the same thickness as the boss thickness.
Fig. 152 is a spiral drum for chain, the chain links laying flat, and edgewise alternately; Fig. 153 shows a drum with right and left hand spirals, to lift the load always centrally. In these grooves the chain lies diagonally in the same position which it assumes on a plain barrel like Fig. 151.